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OXCART BLACKSHIELD LIFE SUPPORT/SUP 

MOBILE VAN ALTITUDE CHAMBER PUMP IS FAILING. PLEASE 
EXPEDITE SHIPMENT OF NEW PUMP. IF DELAY IN PROCUREMENT EXISTS, 
SUGGEST ATTEMPT TO BORROW ONE FRQM | 
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